OPEN AND INSPECT IMMEDIATELY 

QUESTIONS REGARDING THIS SHIPMENT SHOULD BE 
DIRECTED TO YOUR FISHER CUSTOMER SERVICE 
OFFICE WITHIN 7 DAYS 
AT: 


CUSTOMER SERVICE OFFICE 

ATLANTA, GA 


SHIP WHSE. 



SHIPMENT DETAIL DOCUMENT 


PAGE 1 


CUSTOMER ACCOUNT NO 



lOCUWiENT ffl Fisher 

Scientific 

Visit the Fisher Web Site: fishersci.com 


CUSTOMER PURCHASE ORDER NO. 


CUSTOMER REQUISinON/RELEASE NO. 
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DESCRIPTION 
EXP, DATE 


1 CS CULT TUBE 16X15OMM GISP1fi0OCS 
GUSTLINNBB: 1 
VCAT: BBGt4-958-H 



PCS 

27887 


193209 20120120 
4296085 


CUSTOMER ORDER NUMBER 




DOCK LOCATION ] NO. OF CTNS. 

1 




REM8MBER TG REIfORT ANY DAMAGES WITHIN 7 DAYS TO YOUR CUSTOMER SERVip OFFICE ** 
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SEE REVERSE SIDE FOR FIELD DESCRIPTIONS 


FORM HOT Rev. 8/05 


PACKING LIST 


Folk_OIG_PRR 100718 































































































